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f the Lost cards found, put into the nearest letter box 


: House No X-01/5-C, Block 13/G/2 
Gulshan-e-lqbal, Karachi District 
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Gulshan-e-lqbal, Karachi District 
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The Translation of this CNIC from Urdu to 
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has been examined carefully and found to 


